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MEMORANDUM FOR: Acting Deputy Director for Administration 

FR0M: Charles A. Bohrer, M. D. 

Director of Medical Services 

SUBJECT; Recommendation From Chairman, 

Headquarters Board of Survey (U) 

REFERENCE: Memo fr Chairman, Headquarters Board of 

Survey, dtd 19 Jul 77, Subject: 

Office of Medical Services (OMS) 

Survey Report No. S-5349 (DDA 77-4297) 


1. _ (U/AIUO) Paragraph 4b of reference recommends 
appropriate administrative action be taken to ensure 
that accurate and current records are maintained for 
accountable property in OMS. 

2. (U/AIUO) In response to that recommendation, 

we have requested the auditors, who are currently engaged 
in an audit of OMS, to take a hard look at our accountable 
property records and procedures to ensure that they are 
accurate and current. 
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